conditioned pressurized cab.  Therefore,
more time is granted to allow the operator
to collect the five (5) samples required
by section 71.201 (d).

On April 11, 1983, the inspector again extended the
abatement time, to May 11, 1983, and the justification for
this action states as follows:

The Heavener Mine No. 1, I.D. # 34-01317,

was placed in a r'B" nonproducing status

April 1, 1983.  Therefore, citation #

2007402 is further extended to allow                                                         I

production to resume before respirable

dust samples required by section 71.201(d),

Title 30 CFR can be collected by the

operator.

On April 11, 1983, the inspector modified the original
citation as follows:

Citation Number 2007402 issued 3/15/83
is hereby modified to show the part/
section Title 30 CFR as 71.101 (respirable
dust standard when quartz is present).

On May 18, 1983, the inspector issued a section 104(b),
order of withdrawal (2007405) affecting the Reed SK35
highwall drill at pit 001, and the condition or practice
justifying this order is shown as follows:

The results of the five (5) respirable

dust samples taken by the operator to

comply with the requirements of section

71.2Ql(d), Title 30 CFR indicated an

average concentration of 1.6 Mg/M3.

Due to ineffective efforts by the operator

to control respirable dust in the atmosphere

of designated work positions 002-0,

384 at or below the allowable limit of

0.3 Mg/M3.  Citation Number 2007402 is not

extended.

On May  18,   1983,   the  inspector modified  the  section  104(b)
order,   and on June  1,   1983,   he  terminated  it after compliance
with the applicable  respirable  dust  standards.
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